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Men’s Safety Footwear 




Timberland PRO® WP Boondock 


Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 

• Insulated 

*400 Grams 


'fimberiand 

PR® 


Part# 

Height 

Price 

92641 (size) 

6” 

$185.00 

89628(size) 

8” 

$225.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® AG Boss 


Alloy Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


Timberland 

PR® 


Part# 

Height 

Price 

1 053A(size) 

8” 

$215.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® Helix HD 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



Timberland 

PR® 


Part# 

Height 

Price 

AlHPY(size) 

6” 

$180.00 

Available in Medium & Wide: 7 

-12,13,14,15 


Timberland PRO® WP Boondock 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



Part# 

Height 

Price 

AlFZP(size) 

6” 

$180.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 
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Men’s Safety Footwear 


L 


Timberland PRO® WP Endurance 
Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 

• Insulated 

*400 Grams 



Part# 

Height 

Price 

95567(size) 

8” 

$195.00 

Available in Medium & Wide: 7 

-12,13,14,15 


Timberland PRO® Endurance 
Steel Toe 



Part# 

Height 

Style 

Price 

52562(size) 

6” 

Brown 

$150.00 

47591 (size) 

6” 

Lt. Brown Waterproof 

$170.00 

52561 (size) 

8” 

Brown 

$165.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® WP Helix 
Alloy Toe 


Timberland PRO® WP Helix 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



limbeHand 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



Part# 

Height 

Price 

85594(size) 

6” 

$175.00 

Available in Medium & Wide: 7 

-1 2,1 3,14,1 5 


Part# 

Height 

Price 

87517(size) 

6” 

$175.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 
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Men’s Safety Footwear 




Timberland PRO® WP TiTan® 
Alloy Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


Timberland PRO® WP TiTan® 
Alloy Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



Timberland 

R® 


Part# 

Height 

Price 

26078(size) 

6” 

$155.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Part# 

Height 

Price 

4701 9(size) 

8” 

$175.00 

Available in Medium & Wide: 7 

-12,13,14,15 


Timberland PRO® Powerwelt 


Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


limberiaiid 

R® 


Timberland PRO® Magnus 
Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 


Timberland 


Part# 

Height 

Price 

47001 (size) 

6” 

$165.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Part# 

Height 

Price 

85591 (size) 

6” 

$120.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 
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Men’s Safety Footwear 


L 


Timberland PRO® WP Hyperion 
Alloy Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



Timberland 


Part# 

Height 

Price 

90646(size) 

6” 

$165.00 

Available in Medium & Wide: 7 

-12,13,14,15 


Timberland PRO® WP 
Direct Attach Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 

• Insulated 


Part# 

Height/lnsul 

Price 

6501 6(size) 

6”/200G 

$145.00 

26002(size) 

8”/400G 

$150.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® TiTan® 
Alloy Toe 



• Electrical Hazard 

• Slip & Oil Resistant 



Imberiand 


Part# 

Height/Color 

Price 

26063(size) 

6”/Brown 

$145.00 

26064(size) 

6”/Black 

$145.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® TiTan® 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 



Timberland 

R® 


Part# 

Height/Color 

Price 

50508(size) 

6”/Brown 

$150.00 

50507(size) 

6”/Black 

$150.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 
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Men’s Safety Footwear 




Timberland PRO® Stockdale 
Wellington Alloy Toe 


Electrical Hazard 
Slip & Oil Resistant 
Waterproof 



Slip Rating 



Part# 

Height 

Price 

AlAXG(size) 

8” 

$175.00 

Available in Medium & Wide: 7 

-12,13,14,15 



Timberland PRO® WP TiTan® 
Trekker Alloy Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


Part# 

Height 

Price 

85520(size) 

6” 

$150.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® Stockdale 
Alloy Toe 



Part# 

Height 

Price 

1 064A(size) 

6” 

$140.00 

Available in Medium & Wide: 7 

-12,13,14,15 


Timberland PRO® Stockdale 
Alloy Toe 


• Electrical Hazard 

• Slip & Oil Resistant 



Part # 

Height 

Price 

1 1 OOA(size) 

Ankle 

$120.00 

Available in Medium & Wide: 7 

-1 2,1 3,14,15 
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Men’s Safety Footwear 


L 


Timberland PRO® TiTan® 
Alloy Toe 


Timberland PRO® TiTan® 
Alloy Toe 



Part# 

Height/Color 

Price 

47028(size) 

Ankle/Brown 

$130.00 

40044(size) 

Ankle/Black 

$130.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


• Electrical Hazard 

• Slip & Oil Resistant 



Slip Rating 





Part# 

Height 

Price 

53534(size) 

Ankle 

$130.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® Boldon SD+ 
Alloy Toe 

• Static Dissipative 

• Slip & Oil Resistant 



Timberland PRO® Gladstone 
SD+ Steel Toe 

• Static Dissipative 



Part# 

Height 

Price 

85590(size) 

Ankle 

$130.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Part# 

Height 

Price 

AlKOV(size) 

Ankle 

$145.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 
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Men’s Safety Footwear 




Timberland PRO® w/Raptek Timberland PRO® Sneaker 

Sneaker Alloy Toe Alloy Toe 


• Electrical Hazard 



Part# 

Color 

Price 

All4S(size) 

Black/Grey 

$120.00 

All3U(size) 

Black/Orange 

$120.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 



• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Color 

Price i 

A176A(size) 

Black/Grey 

$120.00 

A1 B6S(size) 

Black/Orange 

$120.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® SD Sneaker Timberland PRO® SD Powertrain 

Alloy Toe Alloy Toe 



• Static Dissipative 

Oil Resistant 



limberiand 

R® 


Part# 

Height 

Price 

A1 B6U(size) 

Ankle 

$120.00 

Available in Medium & Wide: 7 

-12,13,14,15 


• Static Dissipative 

• Slip & Oil Resistant 






Timberland 

r® 


Part# 

Height 

Price 

A16NN(size) 

Ankle 

$110.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 
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Men’s Safety Footwear 


L 


Timberland PRO® Pit Boss 
Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 



Timbotiand 

PT® 


Timberland PRO® SD Gorge 
Steel Toe 



• Static Dissipative 

• Slip & Oil Resistant 



Timbotiand 


Part# 

Height 

Price 

8101 6(size) 

Ankle 

$120.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Part# 

Height 

Price 

33034(size) 

6” 

$125.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Timberland PRO® Branston SD+ 
Alloy Toe 



• Static Dissipative 

Oil Resistant 



limberiaiid 


Part# 

Height/Color 

Price 

91 694(size) 

Ankle/Brown 

$130.00 

92647(size) 

Ankle/Black 

$130.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 


Michelin HydroEdge 
Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 
Puncture-Resistant 
Plate 

Waterproof 



Slip Rating 



Part# 

Height 

Price 

XHY866(size) 

6” 

$170.00 

Available in Medium & Wide: 8-1 2,1 3,14 
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Men’s Safety Footwear 




Wolverine Nolan WP 


Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 

• Insulated 

*1 000 Grams 


WOLVERINES 


Part# 

Height 

Price 

351 3(size) 

8” 

$175.00 

Available in Medium & Wide: 7-1 2,1 3,M14 


Wolverine Glacier Ice WP 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 

• Insulated 

*600 Grams 


Part# 

Height 

Price 

1 0645(size) 

8” 

$175.00 

Available in Medium & Wide: 7-1 2,1 3,M14 


Wolverine Guardian 
Carbonmax® Toe 


Wolverine Harrison 
Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

2292(size) 

6” 

$130.00 

Available in Medium & Wide: 7-1 2,1 3 



• Electrical Hazard 

• Slip & Oil Resistant 



WOLVERINES 


Part# 

Height 

Price 

4904(size) 

6” 

$115.00 

Available in Medium & Wide: 7-1 2,1 3 

































Men’s Safety Footwear 


L 


Wolverine DuraShocks® 
Steel Toe 


Wolverine Tarmac WP 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height/Color 

Price 

31 20(size) 

6”/Brown 

$160.00 

31 21 (size) 

6”/Brack 

$160.00 

Available in Medium & Wide: 7-1 2,1 3,14 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


Part# 

Height 

Price 

1 0305(size) 

6” 

$150.00 

Available in Medium & Wide: 7-1 2,1 3 


Wolverine Swampmonster 
Steel Toe 


Wolverine Hudson 
Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 




• Electrical Hazard 

• Slip & Oil Resistant 


WOLVERINES 


Part# 

Height 

Price 

21 94(size) 

6” 

$120.00 

Available in Medium & Wide: 7-1 2,1 3 


Part# 

Height 

Price 

5698(size) 

6” 

$130.00 

Available in Medium & EW: 7-1 2,1 3,M14 






























Men’s Safety Footwear 




Wolverine Amherst 
Composite Toe 


Carolina 4x4 WP Insulated 
Composite Toe 


• Electrical Hazard 

• Slip & Oil Resistant 




• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 

• Insulated 

*800 Grams 



CAROLINA 

Built For Work. 


Part# 

Height 

Price 

2302(size) 

6” 

$110.00 

Available in Medium & EW: 7-1 2,1 3,M14 


Part# 

Height 

Price 

CA451 5(size) 

8” 

$155.00 

Available in Medium & Wide: 8-1 2,1 3,14 


Carolina Waterproof 
Composite Toe 



Electrical Hazard 
Slip & Oil Resistant 
Waterproof 



CAROLINA 

Built For Work. 


Carolina Gaucho WP 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 

• Insulated 

*600 Grams 



CAROLINA 

Built For Work. 


Part # Height Price 


CA5520(size) 

6” 

$145.00 

Available in D & EE: 8-12,13,14 



Part # Height Price 


CA8521 (size) 

8” 

$155.00 

Available in D & EE: 8-12,13,14 




























Men’s Safety Footwear 


L 


Carolina Insulated Logger 
Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 
Waterproof 
Insulated 
*600 Grams 



Slip Rating 



Part# 

Height 

Price 

CA5821 (size) 

8” 

$155.00 

Available in D & EE: 8-12,13,14 


Carolina Logger 
Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 



Slip Rating 


CAROLINA 

Built For Work. 


Part# 

Height/Color 

Price 

1 821 (size) 

8”/Brown 

$115.00 

1 823(size) 

8”/Black 

$115.00 

Available in D & EE: 8-1 2,1 3,1 4 


Carolina Work 
Alloy Toe 


Carolina Classic 
Steel Toe 



• Static Dissipative 

• Slip & Oil Resistant 


CAROLINA 

Built For Work. 


Part# 

Height 

Price 

CA9559(size) 

6” 

$150.00 

Available in D & EE: 8-12,13,14 



• Electrical Hazard 

• Slip & Oil Resistant 


CAROLINA 

Built For Work. 


Part# 

Height 

Price 

1 399(size) 

6” 

$120.00 

Available in Medium & Wide: 7-1 2,1 3,14 
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Men’s Safety Footwear 




KEEN Braddock WP 
Steel Toe 


KEEN Hiker Boot WP 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


isagsi 

UTILITY 


Part# 

Height 

Price 

101 1243(size) 

6” 

$185.00 

Available in D & EE: 7-1 2,1 3,14,1 5 


BUILT 


Part# 

Height 

Price 

1 01 6962(size) 

6” 

$185.00 

Available in D & EE: 7-1 2,1 3,1 4,1 5 



KEEN Detroit Mid WP 
Steel Toe 


KEEN Pittsburgh WP 
Steel Toe 


• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


Part# 

Height 

Price 

U40038(size) 

Mid 

$155.00 

Available in D & EE: 7-1 2,1 3,14,1 5 


Part# 

Height 

Price 

1 007024(size) 

6” 

$180.00 

Available in D & EE: 7-1 2,1 3,14,1 5 


































Men’s Safety Footwear 


L 


KEEN Seattle WP 
Aluminum Toe 



Part# 

Height 

Price 

1 0201 50(size) 

Ankle 

$160.00 

Available in D & EE: 7-1 2,1 3,14,1 5 


KEEN San Antonio 
Aluminum Toe 



1018648(size) Mid $130.00 


Available in D & EE: 7-1 2,1 3,14,1 5 


KEEN Boulder WP 
Steel Toe 



Part# 

Height 

Price 

1 020079(size) 

Ankle 

$130.00 

Available in D & EE: 7-1 2,1 3,14,1 5 


KEEN Springfield 
Aluminum Toe 



Part# 

Height 

Price 

1 01 8627(size) 

Ankle 

$120.00 


Available in D & EE: 7-12,13,14,15 
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Men’s Safety Footwear 




KEEN Baddock Low Work KEEN Detroit Low 

Sneaker Steel Toe Steel Toe 



Part # 

Height 

Price 

U40299(size) 

Ankle 

$140.00 

Available in D & EE: 7-1 2,1 3,1 4,1 5 


Part # 

Height 

Price 

1011 244(size) 

Ankle 

$160.00 

Available in D & EE: 7-1 2,1 3,1 4,1 5 


KEEN Flint Low 
Steel Toe 


Rocky Alphaforce WP 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 



UTILITY 


Part# 

Height 

Price 

1 007970(size) 

Ankle 

$120.00 

Available in D & EE: 7-1 2,1 3,1 4,1 5 






• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


Part# 

Height 

Price 

61 67(size) 

6” 

$120.00 

Available in Medium & Wide: 8-1 2,1 3,14 

































Men’s Safety Footwear 


L 


Rocky Sport Utility 
WP Steel Toe 



Pro 


Electrical Hazard 
Slip & Oil Resistant 
Waterproof 
Insulated 
*600 Grams 


Slip Rating 

&IICKY 


Part# 

Height 

Price 

6486(size) 

8” 

$150.00 

Available in D & EE: 8-12,13 


Rocky MobiLite WP 
Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 
Waterproof 


&»CK¥ 


Part# 

Height 

Price 

61 1 4(size) 

6” 

$150.00 

Available in Medium & Wide: 8 

1-12,13,14,15 


Avenger WP 
Steel Toe 


Avenger Hiker Boot 
Steel Toe 



AVENGER 

SAFETY FOOTWEAR 


• Electrical Hazard 

• Slip & Oil Resistant 

• Puncture-Resistant 
Plate 

• Waterproof 


Part# 

Height 

Price 

7258(size) 

6” 

$135.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 



Part# 

Height 

Price 

7241 (size) 

6” 

$95.00 

Available in Medium: 7-1 2,1 3,14 



























Men’s Safety Footwear 




Florsheim Utility 
Classic Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 


FLORSHEIM 


Part# 

Height 

Price 

FE665(size) 

6” 

$125.00 

Available in D & 3E: 8-12,13,14,15,16 


Florsheim Work Fiesta 
Composite Toe 



• Static Dissipative 

& Oil Resistant 



FLORSHEIM 


Part# 

Height 

Price 

FS241 6(size) 

Ankle 

$125.00 

Available in D & 3E: 8-1 1, 

12,13,14 


Florshiem Gridley 
Steel Toe 


Reebok Sublite 
Composite Toe 


• Static Dissipative 

• Slip Resistant 




• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

FS2600(size) 

Mid 

$1 15.00 

Available in Medium & 3E: 7-1 2,1 3,Ml 4 


Part# 

Height 

Price 

RB41 44(size) 

Mid 

$125.00 

Available in Medium & Wide: 7-1 2,1 3,14 


































Men’s Safety Footwear 


L 


Reebok Trainex 
Composite Toe 


Reebok WP Tiahawk 
Hiker Composite Toe 



Reebok 


• Electrical Hazard 

• Slip & Oil Resistant 



• Slip & Oil Resistant 

• Waterproof 


& 

Slip Rating 

Reebok 


Part# 

Height 

Price 

RB6750(size) 

6” 

$120.00 

Available in Medium & Wide: 8-1 2,1 3,14,1 5,1 6 


Part# 

Height 

Price 

RB4555(size) 

Mid 

$130.00 

Available in Medium & Wide: 6-1 2,1 3,14,M1 5 


Reebok Tyak Hiker 
Composite Toe 


Reebok Kenoy 
Steel Toe 



• Static Dissipative 

• Slip & Oil Resistant 


Reebok 


Part# 

Height 

Price 

RB4388(size) 

Mid 

$140.00 

Available in Medium & Wide: 7-1 2,1 3,14 


• Static Dissipative 

• Slip & Oil Resistant 



Part# 

Height 

Price 

RB4805(size) 

Ankle 

$95.00 

Available in Medium & Wide: 7-1 2,1 3,14 
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Men’s Safety Footwear 




Iron Age Rubber Bottom WP 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


a 

Slip Rating 

IRON^AGE 


Part# 

Height 

Price 

IA9650(size) 

6” 

$125.00 

Available in Wide: 6-1 2,1 3,14 


Iron Age Sport 
Steel Toe 



IRON^AGE 


• Electrical Hazard 

• Slip & Oil Resistant 


Part# 

Height 

Price 

IA51 50(size) 

6” 

$100.00 

Available in Medium & Wide: 7-1 1,1 2,1 3,M14 


Rockport Works 
Dressports Steel Toe 


Rockport Works Sailing 
Club Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 


ROCKPORT 



Part# 

Height 

Price 

RK6741 (size) 

Ankle 

$120.00 

Available in Medium & Wide: 8 

-11,12,13,14 



• Electrical Hazard 


• Slip & Oil Resistant 




WORKS 


Part# 

Height 

Price 

RK6736(size) 

Ankle 

$110.00 

Available in Medium & Wide: 7-1 2,1 3,Ml 4 


































Men’s Safety Footwear 


L 



ARIAT 


Ariat Rigtek™ Wide Toe 
Composite Toe 


• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



Part# 

Height 

Price 

1 001 2932(size) 

11” 

$195.00 

Available in Medium & Wide: 7-1 2,1 3,14 


Bates Tactical Sport 
Composite Toe 



Electrical Hazard 
Slip & Oil Resistant 
Waterproof 



Slip Rating 


BATES 


Part# 

Height 

Price 

2263(size) 

8” 

$140.00 

Available in Medium & Wide: 7-1 2,1 3,14,Ml 5 


Dickies Escape 
Steel Toe 



Part# 

Height 

Price 

DW1 422(size) 

6” 

$85.00 

Available in Medium: 7-1 2,1 3,14 


Oliver® Lace-Up 
Steel Toe 

• Electrical Hazard 



Part# 

Height 

Price 

65394(size) 

6” 

$160.00 

Available in Medium: 8-1 2,1 3,14,1 5 


























Men’s Safety Footwear 


J 


Merrel Moab 2 Vent 
WP Composite Toe 


Merrel Fullbench 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



ERRELL<3> 


Part# 

Height 

Price 

J15753(size) 

Mid 

$155.00 

Available in Medium & Wide: 7-1 2,1 3,14,M1 5 


• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

J15821 (size) 

Ankle 

$120.00 

Available in Medium: 7-1 2,1 3,14,1 5 


Merrel Jungle Moc 
Composite Toe 


New Balance 589 
Composite Toe 


• Electrical Hazard 

• Slip & Oil Resistant 


Electrical Hazard 
Slip & Oil Resistant 



Part# 

Height 

Price 

J1 5793(size) 

Ankle 

$130.00 

Available in Medium: 7-1 2,1 3,14,1 5 


Part# 

Height 

Price 

MID5890(size) 

Ankle 

$110.00 

Available in D & 4E: 7-1 2,1 3,14,1 5 



Slip Rating 

ERRELL® 





























Men’s Safety Footwear 


L 


Skechers Bixford WP 
Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



SKECHERS 


w 

0 

11 

K 

FOOTWEAR 


Part# 

Height 

Price 

77054DKG(size) 

5” 

$105.00 

Available in Medium: 7-1 2,1 3,14 


Skechers EW Chatham 
Composite Toe 



Electrical Hazard 
Slip & Oil Resistant 



Slip Rating 


SKECHERS 


W 

0 

R 

K 

FOOTWEAR 


Part# 

Height 

Price 

77053BLK(size) 

Ankle 

$95.00 

Available in Medium & Wide: 7-1 2,1 3,14 


Skechers Soft Stride- 
Grinnel Composite Toe 


Skechers EW Constructor 
II Composite Toe 



• Electrical Hazard 
Slip & Oil Resistant 



Slip Rating 



SKECHERS 


w 

0 

R 

K 

FOOTWEAR 


Part# 

Height/Color 

Price 

7701 3NVGY(size) 

Ankle/Navy 

$95.00 

7701 3BR(size) 

Ankle/Brown 

$95.00 

Available in Medium & EW: 7-1 2,1 3,14 



Electrical Hazard 
Slip & Oil Resistant 



Slip Rating 



SKECHERS 


w 

0 

R 

K 

FOOTWEAR 


Part# 

Height 

Price 

77059CDB(size) 

Ankle 

$95.00 

Available in Medium & EW: 7-1 2,1 3 
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Men’s Safety Footwear 




Nautilus® Blue 
Steel Toe 


Nautilus® Gray Yellow 
Composite Toe 



• Static Dissipative 

• Slip & Oil Resistant 





Electrical Hazard 
Waterproof 



Nautilus 

SAFETY FOOTWEAR 


Part# 

Height 

Price 

1 326(size) 

Ankle 

$105.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5,1 6 


Part# 

Height 

Price 

1 800(size) 

Ankle 

$95.00 

Available in Medium & Wide: 8-1 2,1 3 


Timberland PRO® External 
Met Guard Steel Toe 


Timberland PRO® Internal 
Met Guard Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 



Imberiand 



• Electrical Hazard 

• Slip & Oil Resistant 





Timberland 



Part# 

Height 

Price 

40000(size) 

6” 

$170.00 

Available in Medium & Wide: 7 

-12,13,14,15 


Part# 

Height 

Price 

8551 6(size) 

6” 

$170.00 

Available in Medium & Wide: 7-1 2,1 3,14,1 5 

































Met Guard Safety Footwear 


L 


Timberland PRO® Met Guard 
Composite Toe 



Part # Height 

Price 

89697(size) 6” 

$175.00 

Available in Medium & Wide: 8 

-12,13,14,15 


Wolverine Darco WP 
Met Guard Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 
Waterproof 



WOLVERINES 


Part# 

Height 

Price 

2359(size) 

10” 

$185.00 

Available in Medium & EW: 7-1 2,1 3,Ml 4 


Wolverine Cannonsburg 
Met Guard Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 





WOLVERINES 


Wolverine Cannonsburg 
Met Guard Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 



Part# 

Height 

Price 

4451 (size) 

6” 

$140.00 

Available in Medium & EW: 8-1 2,1 3 


Part# 

Height 

Price 

4452(size) 

8” 

$145.00 

Available in Medium & EW: 8-1 2,1 3 
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Met Guard Safety Footwear 




Carolina Met Guard Int 2.0 
Steel Toe 


Carolina Met Guard WP 
Composite Toe 



Electrical Hazard 
Slip & Oil Resistant 


Mm 


% 



CAROLINA 

Built For Work. 


Part# 

Height 

Price 

CA51 8(size) 

8” 

$225.00 

Available in D & EE: 8-1 2,1 3,1 4 




• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 




CAROLINA 

Built For Work. 


Part# 

Height 

Price 

CA7582(size) 

6” 

$160.00 

Available in D & EE: 8-1 2,1 3,1 4 


Carolina Met Guard Int Hi 
Steel Toe 


Carolina Met Guard Int Lo 
Steel Toe 



mn 


% 


• Electrical Hazard 

• Slip & Oil Resistant 



CAROLINA 

Built For Work. 



• Electrical Hazard 

• Slip & Oil Resistant 


MET 


% 



CAROLINA 

Built For Work. 


Part# 

Height 

Price 

508(size) 

6” 

$215.00 

Available in D & EE: 8-12,13,14 


Part# 

Height 

Price 

505(size) 

8” 

$225.00 

Available in D & EE: 8-12,13,14 



























Met Guard Safety Footwear 


L 


Carolina Wellington Met 
Guard Composite Toe 



Part# 

Height 

Price 

CA4582(size) 

10” 

$160.00 

Available in D & EE: 8-1 ^ 

2,13,14 


Carolina Internal Met Guard 
Composite Toe 


• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

CA5582(size) 

6” 

$150.00 

Available in D & EE: 8-1 2,1 3,1 4 


Carolina Met Guard WP 
Steel Toe 


Carolina Met Guard 
Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 
Waterproof 
Insulated 
*600 Grams 



CAROLINA 

Built For Work. 


Part# 

Height 

Price 

CA7821 (size) 

8” 

$150.00 

Available in D & EE: 8-12,13,14 



• Electrical Hazard 

• Slip & Oil Resistant 



CAROLINA 

Built For Work. 


Part# 

Height 

Price 

599(size) 

6” 

$145.00 

Available in D & EE: 7-12,13,14 
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Met Guard Safety Footwear 




Carolina Met Guard 
Women’s Aluminum Toe 


Georgia Boot Hammer Internal 
Metatarsal Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 





CAROLINA 

Built For Work. 



Part# 

Height/Color 

Price 

CAT 428(size) 

5” 

$130.00 

Available in Medium & Wide: 6-1 0,1 1 


Part# 

Height 

Price 

G631 5(size) 

6” 

$150.00 

Available in Medium & Wide: 8-1 2,1 3 


Oliver®, XRD® Metatarsal 
Guard Steel Toe 


Michelin Pilot Exalto 
MetGuard Steel Toe 



Part# 

Height 

Price 

55246(size) 

6” 

$170.00 

Available in Medium: 7-1 2,1 3,14,1 5 



• Electrical Hazard 

• Slip & Oil Resistant 
Waterproof 



Part# 

Height 

Price 

XPX763(size) 

6” 

$175.00 

Available in Medium & Wide: 8-1 2,1 3 

































Met Guard Safety Footwear 


L 


Iron Age Smelter Met Guard 
Composite Toe 


Reebok Met Guard 
Composite Toe 



Electrical Hazard 
Slip & Oil Resistant 


Electrical Hazard 
Slip & Oil Resistant 
Waterproof 





IRON^AGE 



Part# 

Height 

Price 

IA01 20(size) 

8” 

$215.00 

Available in Medium & 3E: 8-1 2,1 3,14,M1 5 


Mens Womens 

MD: 6-12,13,14,15 MD: 6-12 


WD: 6-12,13,14 

WD: 

6-12 

Part# 

Height/Gen. 

Price 

RBI 067(size) 

6”/Men’s 

$120.00 

RBI 67(size) 

6”/Women’s 

$120.00 




Iron Age High Ridge 
Met Guard Steel Toe 


• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

IA5730(size) 

6” 

$120.00 


Available in Medium & Wide: 7-1 2,1 3,14,M1 5 


Iron Age Met Guard 
Steel Toe 

• Electrical Hazard 



Part# 

Height 

Price 

IA501 6(size) 

6” 

$110.00 


Available in Medium & 3E: 6-1 2,1 3,M1 4 
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Met Guard Safety Footwear 




Florsheim Hercules 
Met Guard Steel Toe 


Florsheim Compadre 
Met Guard Steel Toe 



FLORSHEIM 

- WORK - 



Part# 

Height 

Price 

FE690(size) 

6” 

$130.00 


Available in D & 3E: 6-1 2,1 3,M14,M1 5 


• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

FE2440(size) 

Ankle 

$130.00 


Available in D & 3E: 6-1 2,1 3,M14,Ml 5 


Rockport Energy Women’s Mellow Walk Jamie 

Met Guard Composite Toe Women’s Steel Toe 



Electrical Hazard 
Slip & Oil Resistant 
Water Resistant 


ROCKPORT 

WORKS 


Part# 

Height 

Price 

RK465(size) 

6” 

$150.00 

Available in Medium & Wide: 6-10,Ml 1 


• Static Dissipative 

• Slip & Oil Resistant 



Part# 

Height 

Price 

4085(size) 

6” 

$125.00 

Available in Wide: 5 

-10 
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Women’s Safety Footwear 




Timberland PRO® Hightower 
Women’s Alloy Toe 



Part# 

Height 

Price 

AlKJR(size) 

6” 

$140.00 


Available in Medium: 5.5-1 0,1 1,12 


Timberland PRO® TiTAN® 
Women’s WP Alloy Toe 



Part# 

Height 

Price 

53359(size) 

6” 

$150.00 


Available in Medium & Wide: 5.5-1 0,1 1 


Timberland PRO® WP Insulated Timberland PRO® TiTan® 
Women’s Steel Toe Women’s Alloy Toe 



Electrical Hazard 
Slip & Oil Resistant 
Waterproof 
Insulated 
*200 Grams 



Slip Rating 


Timbolaivd 



Part# 

Height 

Price 

AlKJ8(size) 

6” 

$145.00 

Available in Medium: 5.5-1 0,1 1,12 



Part# 

Height/Color 

Price 

26388(size) 

6”/Brown 

$130.00 

72399(size) 

6”/Black 

$130.00 

Available in Medium & Wide: 5.5-1 0,1 1 
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Women’s Safety Footwear 




Timberland PRO® Riveter 
Women’s Alloy Toe 

• Static Dissipative 

• Slip & Oil Resistant 


Timberland PRO® Newbury 
Women’s Alloy Toe 

• Static Dissipative 

• Slip & Oil Resistant 



Ihnberiand 








Part# 

Height 

Price 

85599(size) 

Ankle 

$125.00 

Available in Medium & Wide: 5.5-1 0,1 1 


Part# 

Height 

Price 

A1 KJ J (size) 

Ankle 

$130.00 

Available in Medium: 5.5-1 0,1 1,12 


Timberland PRO® TiTan® Timberland PRO® Powertrain 

Women’s Alloy Toe SD Women’s Alloy Toe 


• Electrical Hazard 

• Slip & Oil Resistant 





Timberland 



Part# 

Height/Color 

Price 

631 89(size) 

6”/Brown 

$120.00 

90670(size) 

6”/Black 

$120.00 

Available in Medium & Wide: 5.5-1 0,1 1 


• Static Dissipative 

• Slip & Oil Resistant 



Part# 

Height/Color 

Price 

AlHlS(size) 

Ankle/Purple 

$120.00 

A1 B7F(size) 

Ankle/Black 

$120.00 

Available in Medium & Wide: 5.5-1 0,1 1 














































Women’s Safety Footwear 




Timberland PRO® Powertrain Wolverine Piper Women’s 

Women’s Alloy Toe WP Composite Toe 


• Electrical Hazard 

• Slip & Oil Resistant 





Part# 

Height 

Price 

A1 l5Q(size) 

Ankle 

$120.00 

Available in Medium & Wide: 5.5-1 0,1 1 


Part# 

Height 

Price 

10181 (size) 

6” 

$140.00 

Available in Medium & Wide: 5-1 0,1 1 






• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


WOLVERINES 


Carolina Women’s WP 
Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



CAROLINA 


Built For Work. 


Part# 

Height 

Price 

CA1 620(size) 

6” 

$130.00 

Available in Medium & Wide: 6-1 1 


Carolina Logger Women’s 
WP Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



Slip Rating 


CAROLINA 

Built For Work. 


Part# 

Height 

Price 

CA1421 (size) 

8” 

$110.00 

Available in Medium & Wide: 4-10 
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Women’s Safety Footwear 




KEEN Detroit Mid 
Women’s Steel Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 



KEEN Sedona Pulse Mid 
Women’s Aluminum Toe 



Part # Height/Color 

Price 

1 014599(size) Mid/Grey-Teal 

$150.00 

Available in Medium & Wide: 

5-1 1 

KEEN Atlanta Cool 

SD 

Women’s Steel Toe 



Part# 

Height 

Price 

101 8636(size) 

Mid 

$140.00 

Available in D & EE: 5 

;-i i 


KEEN Flint Low 
Women’s Steel Toe 


• Static Dissipative 



Part# 

Height 

Price 

1 007017(size) 

Ankle 

$135.00 

Available in D & EE: 5 

;-i i 



• Electrical Hazard 



Part # 

Height 

Price 

1 008823(size) 

Ankle 

$125.00 

Available in D & EE: 5 

;-i i 



































Women’s Safety Footwear 




Reebok Trainex Women’s 
WP Composite Toe 


Reebok Tyak Women’s 
Hiker Composite Toe 



• Electrical Hazard 

• Slip & Oil Resistant 

• Waterproof 


Reebok 


Part# 

Height 

Price 

RB765(size) 

6” 

$140.00 

Available in Medium & Wide: 6-1 2 



• Static Dissipative 

• Slip & Oil Resistant 


& 

Slip Rating 

Reebok 


Part# 

Height 

Price 

RB438(size) 

Mid 

$140.00 

Available in Medium & Wide: 5-1 3 


Reebok Anomar 
Women’s Composite Toe 


Avenger Women’s WP 
Steel Toe 



Static Dissipative 
Slip & Oil Resistant 





Reebok 



Electrical Hazard 
Slip & Oil Resistant 
Waterproof 





AVENGER 



Part# 

Height 

Price 

71 25(size) 

6” 

$95.00 

Available in Medium & Wide: 6-1 0,1 1 


Part# 

Height 

Price 

RB454(size) 

Ankle 

$1 15.00 

Available in Medium & Wide: 4-1 2 
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Women’s Safety Footwear 




Rockport WP Ariat Expert Safety Clog 

Women’s Composite Toe Women’s Composite Toe 



ROCKPORT 

(S WORKS 



Part# 

Height 

Price 

RK635(size) 

6” 

$140.00 

Available in Medium & Wide: 6-10,Ml 1 


• Static Dissipative 

• Slip & Oil Resistant 



Part# 

Height 

Price 

1001 1976(size) 

Ankle 

$120.00 

Available in Medium & Wide: 6-1 0,M1 1 


Rockport Works Sailing 
Club Women’s Steel Toe 


New Balance RevLite 
Women’s Composite Toe 


• Slip Resistant • Electrical Hazard 

• Slip & Oil Resistant 



new balance 




ROCKPORT 

S3 WORKS 



Part# 

Height/Color 

Type 

Price 

RK670(size) 

Ankle/Blue 

SD 

$120.00 

RK676(size) 

Ankle/Brown 

EH 

$120.00 

Available in Medium & Wide: 6-1 1 


Part# 

Height 

Price 

WID589T(size) 

Ankle 

$110.00 

Available in Medium (B) & Wide (D): 5-1 0,1 1 





























Women’s Safety Footwear 




Skechers Synergy- Skechers SR Work Sneaker 

Sandlot Women’s Alloy Toe Women’s Alloy Toe 


• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height/Color 

Price 

76553(size) 

Ankle/Blue 

$95.00 

76553PK(size) 

Ankle/Pink 

$95.00 

Available in Medium & EW: 5-1 0,1 1 


• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

76596NV(size) 

Ankle 

$95.00 

Available in Medium & Wide: 5-1 0,1 1 


Nautilus® Gray Blue 
Women’s Composite Toe 


Nautilus® Black/Pink Work 
Sneaker Women’s Steel Toe 



Static Dissipative 
Slip & Oil Resistant 



Slip Rating 





• Static Dissipative 

• Slip & Oil Resistant 



Nautilus 

SAFETY FOOTWEAR 


Part# 

Height 

Price 

1 391 (size) 

Ankle 

$105.00 

Available in Medium & Wide: 6-1 0 


Part# 

Height 

Price 

21 51 (size) 

Ankle 

$90.00 

Available in Medium: 6-1 0,1 1 
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Soft Toe Safety Footwear 


A 


Grabbers Fastener 
Soft Toe 



Mens 

Womens 


MD: 7-12,13,14 

MD: 6-10 


WD: 7-12,13 

WD: 6-10 


Part# 

Height/Gen 

Price 

G1 240(size) 

6”/Mens 

$85.00 

G1 24(size) 

6”/Womens 

$85.00 


SkidBuster Black 
Lace-Up Soft Toe 


• Slip & Oil Resistant 



Slip Rating 


.SkidBuster. 

SLIP RESISTS III FOOTUIERfl 




Mens Womens 

MD: 8-12,13,14 MD: 5-10 

WD: 8-12,13,14 WD: 5-10 


Part# 

Height/Gen 

Price 

5071 (size) 

Ankle/Mens 

$75.00 

5076(size) 

Ankle/Womens 

$75.00 


Reebok Jorie 
Soft Toe 


SkidBuster Black 
Slip-On Soft Toe 




Slip & Oil Resistant 



Slip Rating 


Reebok 


Mens Womens 

MD: 7-11,12,13,14 MD: 6-11 

WD: 7-11,12,13 WD: 6-11 


• Slip & Oil Resistant 




Mens Womens 



Slip Rating 



SkidBuster. 

’ SLIP RESISTH(IT FOOTWEAR 


MD: 8-12,13,14 MD: 5-10,11 

WD: 8-12,13,14 WD: 5-10,11 


Part# 

Height/Gen 

Price 

RBI 100(size) 

Ankle/Mens 

$75.00 

RBI 10(size) 

Ankle/Womens 

$75.00 


Part# 

Height/Gen 

Price 

5072(size) 

Ankle/Mens 

$75.00 

5077(size) 

Ankle/Womens 

$75.00 
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Soft Toe Safety Footwear 


L 


Skechers Mavin Soft Toe 


• Slip & Oil Resistant 



Part# 

Height 

Price 

77042BLK(size) 

Ankle 

$85.00 


Available in Medium & EW: 7-1 2,1 3,14 


Skechers Eldred SR 
Women’s Soft Toe 


• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

76551 BLK(size) 

Ankle 

$90.00 


Available in Medium & EW: 5-10,1 1 


Skechers Galley 
Soft Toe 


Skechers Sure Track 
Women’s Soft Toe 


• Slip & Oil Resistant 



Part# 

Height 

Price 

76759BLK(size) 

Ankle 

$85.00 

Available in Medium & EW: 7-1 2,1 3 


• Electrical Hazard 

• Slip & Oil Resistant 



Part# 

Height 

Price 

76536BLK(size) 

Ankle 

$90.00 

Available in Medium & EW: 5-1 0 
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Safety Footwear - Accessories 


A 


Steel Toe Cap TURBOTOE 



• Perfect for visitors 
and temp workers 

• 1 00% waterproof 
with antislip sole 


• Will not harden, 



stiff or crack 


IMPACTO 


#TTXXS M:2-3 

#TTXS M:4-5 

#TTS M:6-7 

#TTM M:8-9 

#TTL M:10-11 

#TTXL M:12-13 

#TTXXL M:13-14 

#TTXXXL M:15-16 


Metal Foot Guards 
w/ Rubber Toe Clip 


ELLWOOD 

SMiw 



Designed to withstand 
an impact of 75 f/lbs 
Asymmetrical 
Rubber strap fastener, 
rubber toe clip, and 
crossbar 

Provides protection 
equal to ANSI-Z41 
standards 


| Part # 

Size 

Price 

SIS Part # 

Width 

Price 

TT(size) 

XXS-XXXL 

$27.75 

200 

5” 

$46.25 


Metatarsal Protector 


Safety Metatarsal Guard, 12” 


• Non-conductive 
polycarbonate 


s ® = 

IMPACTO 


• Meets minimum impact 
resistance of 75 ft/lbs 

• Fits safety footwear 

• Protects the upper foot 
from impact injuries 

• *METSTRAP strap for 
footwear without laces 



• Padded with 
sponge rubber 

• Spring fastener 
for secure fit 

• #801 laces 
not required 



iULWOOO 

SAFETY 


Part# 

Style 

Price 

METSTRAP 

Strap 

$5.65 

METGUARD 

Guard 

$32.50 


Part# 

Style 

Price 

800 

Strap Attached 

$33.25/pr 

801 

Spring Attached 

$34.50/pr 
























Safety Footwear - Accessories 


Wolverine Full Cushion 


Cotton Crew Sock 



79% Cotton/ 21% Nylon 
Cotton full cushion comfort 
Smooth toe seams 
Ribbed stay-up top 


WOLVERINES 


#91102670-001 = Black 
#91102670-020 = Grey 
#91102670-100 = White 


Part# 

Pairs per Pack 

Price 

91102670-(color#) 

4 

$16.00/PK 


Impacto® Compression =(§)= 

Energy Socks IMPACTO 


• Moderate graduated com¬ 
pression of 15-20 mmHg 
allowing quicker blood return 

• Ideal support for 
long term standing 

• Seamless toe 

• Cushioned Achilles 
tendon area 

• Reciprocated heel and toe 
for fit and comfort 



| Part # 

Size 

Price j 

NRGSOCK(size) 

MD-XL 

$29.50/PR 


YakTrax® Boot & 
Shoe Scrubber 

• Removes excess dirt and 
debris from all types of 
boots and shoes 

• Made of steel and plastic 

• Mount boot scrubber onto 
any flat surface and scrub 

• Perfect for mud room, 
deck or garage 


Part# 

Price 

08401 

$25.95 



V V Yaktrax 

® WINTER TRACTION FOR ALL YOU DO 


Boot Saver Toe Guards 
Work Boots Protector 

• Easy to apply 

• Prepackaged with specially 
formulated glue 




Works with both new and 
used footwear 

Lightweight and non-marking 

Increase protection against 
electrical shocks 

One size fits all 


Part# 

Color 

Price 

HSS-1 184BL 

Black 

$12.95 

HSS-1 184BR 

Brown 

$12.95 


Nylon Replacement Shoe Laces 


• 45” fit most work 
boots with 7 eyelets 
on each side 

• 63” fit most work 
boots with 1 0 eyelets 
on each side 

WOLVERINES 



Boot Laces 

> ' 7 - \* 

♦5 in • 4 > 
114 cm J 




Part# 

Size/Color 

Price 

W69408 

45”/Gold 

$1.90 

W69410 

63”/Gold 

$2.00 

W69412 

45”/Black 

$1.90 

W69414 

63”/Black 

$2.00 

W69416 

45”/Brown 

$1.90 

W69418 

6 3’’/Brown 

$2.00 



Wolverine Mink Oil 
& Water Seal, 4 oz 


Mink oil preserves leather 
and vinyl keeping them 
soft, pliable and water 
repellent 

Helps prevent salt stains, 
drying and cracking 

Water seal protects your 
leather footwear against 
water damage keeping 
leather soft, comfortable 
and breathable 


WOLVERINES 




Part# 

Size 

Price 

W69407 

Mink Oil 

$5.50 

W69405 

Water Seal 

$8.00 


NfUl OR FATAL IF SWALLOW® 
I ^MMABLE LIQUID AND VAPOR 


4FL 0Z (118mL) 














































Safety Footwear - Accessories 


A 


Spenco® PolySorb® 
Heavy Duty Insoles 


Spenco® Total 
Support® Insoles 



Sizes 

(1) W:5-6 

(2) W:7-8 M:6-7 

(3) W:9-10 M:8-9 

(4) M:10-11 

(5) M:12-13 

(6) M:14-15 


• SpenCore® heel and 
SBR forefoot pad 

• Lightweight PolySorb® 
arch and heel support 

• First ray drop zone 

• Silpure® antimicrobial 


Spenco* 

Love Your Feet • 


^7 



• Wear moldable 

• Shock absorption 

• Semi-rigid cradle 

• First ray drop zone 

• Metatarsal dome 

• Forefoot crash pad 

• Silpure® antimicrobial 

Spenco* 

Love Your Feet• 


Sizes 

(1) W:5-6 

(2) W:7-8 M:6-7 

(3) W:9-10 M:8-9 

(4) M:10-11 

(5) M:12-13 

(6) M: 14-15 


Part # 

Size 

Price 

379600(size) 

1-6 

$15.95 


Part # 

Size 

Price 

3931 3-0(size) 

1-6 

$24.95 


Impacto® Memory 
Foam Insoles 


Impacto® Puncture 
Resistant Insoles 



Impact absorption 
and support 
Antifungal and anti¬ 
bacterial materials 
Wicks away moisture 
Guaranteed to not 
break down 
Made in the USA 
PVC-Free 



IMPACTO 


Sizes 


#MEM345 W:5-7 
#MEM67 W:8-9 
#MEM89 M:8-9 


#MEM1011 M:10-11 
#MEM1213 M:12-13 
#MEM14 M:14 


Part# 

Size 

Price 

MEM(size) 

345-14 

$17.25 



• Flexible SS plate 

• Fabric cover wicks 
away moisture 

• Protects against 
sharp objects 




#RHINOTUFFA 

M:5-6 

W:7-8 


#RHINOTUFFB 

M:7-8 

W:9-10 


#RHINOTUFFC 

M:9-10 

W:11-12 


#RHINOTUFFD 

#RHINOTUFFE 

M:11-12 

M:13-15 

W:13-15 

Part# 

Size 

Price 


RHINOTUFF(size) 

A-E 

$26.00 




















Safety Footwear 




Order by Phone: 

800.343.1354 

7am - 5pm EST Monday - Friday. 

Order by Fax: 

716.874.4686 

24 Hours a Day. Every Day. 

Order by Web: 

www.DiValSafety.com 

24 Hours a Day. Every Day. 

Order by E-Mail: 

orders@divalsafety.com 

24 Hours a Day. Every Day. 


>■■1 Order by Mail: 

DiVal Safety Equipment, Inc. 

mm 1721 Niagara Street, Buffalo, New York 14207 


PAYMENT OPTIONS 

We accept cash, check, charge, or account 



Pricing in this 
catalog may be 
subject to change 
at any time. 


SAFETY FOOTWEAR STANDARDS 

The ASTM F2413-11 standard covers minimum requirements for the design, performance, testing and classification of protective 
footwear. There are 7 protection sections under the standard (see below). Footwear must be tested (3 sample pair for each test), 
certified by a third party independent testing agency, and must be clearly and legibly labeled inside the footwear. 


Impact (1/75): Identifies protection against impact hazards. A 50 lb. weight 
is dropped from a height of 18” (75 ft. Ibf.) onto 3 test samples. A minimum 
0.5-inch clearance (men’s) and 0.468 (women’s) must be maintained on all 
3 test samples. Footwear shall also meet compression requirements below. 

Compression (C/75): Identifies protection against rolling or compression 
hazards. Force of 2500 lbs. is applied to 3 test samples. Minimum clearance 
as above must be maintained on all 3 samples. Footwear must also meet 
impact requirements above. 

Metatarsal (MT 75): Identifies footwear designed to protect the top of the foot 
from impact. A 50 lb. weight is dropped from a height of 18” (75 ft. Ibf.) onto 3 
test samples. A minimum 1-inch clearance (men’s) and 0.937 inch (women’s 
must be maintained on all 3 test samples. Footwear must first meet impact 
and compression test above for toecap. 

Conductive (CD): Identifies footwear intended to provide protection to the 
wearer against hazards from static electricity buildup and to reduce the possi¬ 
bility of ignition of explosive or volatile chemicals. Footwear shall be tested to 
demonstrate resistance between 0 and 500,000 ohms. Please note: Conduc¬ 
tive footwear is not intended to be worn if working near open electrical circuits. 

Electrical Hazard (EH): Identifies footwear constructed to provide a second¬ 
ary level of protection against incidental contact with live electrical circuits. 3 
specimens are tested to resist the application of 18,000 volts at 60 hertz for 1 
minute with no current flow in excess of 1 milliampere under dry conditions. All 
3 specimens must pass the minimum test requirements. 


Static Dissipative (SD): Identifies footwear designed to protect against 
hazards that may exist due to excessively low footwear resistance while 
maintaining sufficiently high level of resistance to reduce the possibility of 
electrical shock. The footwear must have a lower limit of electrical resistance 
of 1 megohm and an upper limit of 100 megohms. If more stringent require¬ 
ments are needed, please contact our customer service department. 

Puncture Resisting (PR): Identifies footwear designed and constructed with 
a puncture resisting device between the insole and outsole as a permanent 
and integral part of the footwear. Footwear must have a minimum puncture 
resistance of 270 lbs. of force. 

Under the ASTM guidelines, the protection provided above must be an in¬ 
tegral and permanent part of the footwear construction and the footwear is 
designed to wear over the foot only. Other devices - designed to be worn over 
the shoe as temporary protection - do not conform to the ASTM standard. 

Source: ASTM International 


Slip Resistant Rating 


A A 



GOOD 


Slip Rating 

BETTER 


Slip Rating 

BEST 



43 




















































Let Us Take You Out of 
the Shoe Business 


Shoe Mobile 


It’s All About Service 

Hazard Assessments to Determine Needs 
Custom Catalogs, With Company Logo 
We Provide You With Posters to Announce Our Visit 
Visits When and Where You Need Them 

Trucks are Specially Configured for Your Needs 
95% Fill Rate, No Waiting! 

Our Mobile Order Entry Tracks Purchases and 
Determines Eligibility 


The Service Doesn't End With Our Visit 


Call to Book Your 
Appointment 
Today! 


. a w m 






CONTACT YOUR DIVAL SAFETY FOOTWEAR REPRESENTATIVE TODAY 


Ron Maranto, Safety Footwear Manager 
800.343.1354 ext 3173 Fax: 716.874.4686 
Rmaranto@divalsafety.com 

Bob Jackson, Safety Footwear Consultant 
800.343.1354 ext 7300 Fax: 716.874.4686 
Bjackson@divalsafety. com 


We Prepare Billing... Your Payroll Department Will Thank You! 

Annual Reporting? Quarterly Reporting? No Problem. 

We Create Custom Reports Just For You. 

Need a Different Size? Different Shoe? We Make it Easy! 






















































